Brief comment text:

Dear FCC,

I am formally opposing to the proposal. These changes could lead to significant interference with existing unlicensed, low-power devices that currently operate within 900 MHz band. For the Meshtastic community and others relying on these bands, the result could be a substantial degradation in network performance, especially in rural and underserved regions where alternatives are limited. In disaster-prone (Florida) or remote areas, decentralized communication networks are often the only lifeline when traditional infrastructure fails. Meshtastic’s low-power, long-range communication capabilities have proven invaluable in such situations, providing critical connectivity in times of need. By reallocating the spectrum these networks depend on, NextNav’s proposal could inadvertently weaken community resilience and public safety.

Thank you for your consideration,

Sergey V. Andreev
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